2” barbell clamp 
Title 


Believe Simple Quick Release Pair of Locking 2" Olympic Size Barbell Clamp Collar Great 
for Pro Training 


Five bullet points 

Believe Simple, Sold in pair -two clamps are included, comes with a carrying bag, easy 
and store. 

Believe Simple, Fit all 2” Olympic bars, lightweight will not damage plates or 
barbell collars that’s built tough for strong lifts, power lifting, or any other Olymp) 

Believe Simple, Durable pressure pad insert will hold bumper plates lockjaw 
of how many plates are applied, no annoying movement and uneven w§ifliiL.disf 
Believe Simple, One-click lock lever, convenient and quick assembly 
Believe Simple, Barbell Clamps More Rich Color Choice -It is a^^ 3rs: 

green, blue, red, and pink, adding a pop of color to your workout. 





